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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 030741 
ORIGIN PC- 10 

INFO OCT-01 AF-10 ISO-OO /021 R 

DRAFTED BY PC/DO:LBIBEN:WES 
APPROVED BY S/S:JETHYDEN 

057298 050208Z/61 

O 050204Z PEB 78 ZFF4 

FM SECSTATE WASHDC 

TO AMEMBASSY LOME NIACT IMMEDIATE 

UNCLAS STATE 030741 

E.O. 11652: N/A 


TAGS: 


SUBJECT: 

PLS INFORM PCV WILLIAM REEDER BROTHER, JOE, NOTIFIED OSS 
PCV'S FATHER HOSPITALIZED DUE HEART ATTACK. DR. STATES 
CONDITION GUARDED BUT CHANCES FOR RECOVERY GOOD. EL 
WOULD BE AUTHORIZED HOWEVER FAMILY FEELS THAT RETURN TO US 
NOT NECESSARY AT THIS TIME. BROTHER'S HAVE NOT GONE TO 
TEXAS. TELCON AUTHORIZED TO MOTHER AT 512-472-0725 TO 
CLARIFY SITUATION. PLS ADVISE PCV WISHES EMERGENCY LEAVE 

AUTHORIZATION AFTER TELCON WITH FAMILY. IF SO PLS ADVISE 
OSS ASAP. VANCE 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE030741 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LBIBEN:WES 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780054-0970 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978021 16/aaaafsrh. tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: 24cb21cf-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN PC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3465719 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970902; <DBA CHANGED> VJT 20040827 

Subject: WILLIAM REEDER FATHER HOSPITIALIZED 

TAGS: OGEN, PC, OGEN 

To: LOME 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/24cb21cf-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
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